Focal  point  of  worship  at  St.  Peter's  United  ChurcJi 
of  Christ,  Elmhurst,  III.,  is  the  Chancel,  which  en\ 
bodies  the  Altar,  Lectern  and  Pulpit.  Shown  are  3 
of  the  26  stained  glass  windows. 
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